viu                                  PREFACE

The committee in charge of the work were: Charles A.
Terry, chairman; Paul D. Cravath, Alexander C. Humph-
reys, James H. McGraw, Charles F. Scott, Lewis B. Still-
well, Ambrose Swasey, with Henry Herman Westinghouse
always in consultation.